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F. E. REbiNiif 

TO: Board of Directors of T.I.T.L. 

FROM: William L. Steele 

SUBJECT: Report for August 1974 

STAFF CHANGES 

None. 

FACILITIES 

Repairs to an air conditioning unit and to 
the cooler where cigarettes are stored were nec¬ 
essary this month. Parts for both were available 
locally, so down-time was minimal. 

We have an unusual problem with Perkin Elmer's 
Model 3920, G. C. In our laboratory, the circuit 
controlling the detector temperature is sensitive 
to the units physical loca/tion and the presence 
of people. The result is an erratic base line. 

P. E.'s engineers are working on the problem but 
no solution as yet. 

ACTIVITIES 

*s. 

During the interim between market samples 
we are doing a mini-retest of number 15 to 
serve as a back-up for our reported data. 

This should occupy us till the next sample is 
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ready for selection. 

The next pick-up starts September 3. 
California Business Development Council is the 
firm procuring the samples. Everything is set 
for our sample pick-up to be done concurrently 
with the FTC ' s. 

The FTC lab completed testing this month, 
and they will submit a. report in time for Sep¬ 
tember release. When it will be made public is 
a decision made outside the lab and is, of course, 
unknown. 



William L. Steele 

WLS/ps 

The Board of Directors of T.I..T.L. 

Dr. William W. Bates 

Dr. Ivor W. Hughes 

Dr. Preston H. Leake 

Dr. Murray Senkus 

Dr. Alexander W. Spears, III 

Dr. Helmut Wakeham 
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